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PART III 

Stores Purchase 


Medical Education Department 


<3(3<iej0cn) nJOOD^O 

( 1 ) 


00011(3 01)l3/7416(5)/2014/01).6)21.(S<ft>0. 2014 01)101)06111(3 6. 

cailffljnjooawnjjfflo 6)acuilcea«53 Gcft>0(8g8s rai^osjnJiOTfloffileiei 
njjoolo® cBjOniiJoejIglcffileejcSffii (rareoKroeraonii^o oileouoo) 
(313)0103^2)00® (3r3(D<TUe(mn9d^0 6)2)n9d1o3 (l a<j)6rno) Oil«5)(86TT)o 

6)nj(§>janD«rncn ODlaailaj) tiaOooraisolraS 2)jt/30iaj adS^eioonjcaoa 
dOiHsmlajjfflcaiOggjanDj. ota^eiooDyfeua 3(3<^eiocru ooonGfflosjce^sl 
oolceul®) «n1o®«5il(flS)j 2)jo3nj i.n-i1ci3<Tul(T_|oo3, 6)2KU)1<06>(53 
<3cft>0(S28S, «J)1ffl2OJ(n(T31oJJ0o-695 Oil n{j)(n3 Oil QJ 0 (ID (315)1 (38 
riij) (515)1 a d06) (XT') (0)0 (TIT). 

Gca^eiocru 00011(8—177/2014. 


c^STTOc^ 1 

g^^ood Cnnoorarnolfflog oilei : 

(31301X38-' 790. 

cru 

(13(8lri-|dl>(3ry- 395. 

3(8<^gjooio Gaioooo aj1(D3c9S)jcno (3130101)000 raolaoxnolcffljo 
ODffldDOIJo-13-1-2015, 3 2)611)1. 

(3(3‘‘>eiOOD' ODllcOj ffll oBOJOTO (3130101)000 (5) 1 0® (5)1 0® j o 
01)210®Ol^o-14-1-2015, 2.30 2161101. 

(3(3<iG1001) (3)JOcSS)jCnO (3)1<I!K3)1<I»Jo OD2K!®OJJo-14-1-2015, 

3 2161101. 












Tender Schedule 


< 3 ( 3 <i£jocru ea£ioo63Ba3 «5)nJoej1ro3 (srusiTenj(3 
( 3 T 3 C![»o 0 fi)jcm«n 1 cnj(Bfusn§ «&]<&, (' 50) rare cjd 1 c&> so coil 
(3T3CQ)® <2c8ffl(Sn3RJ)0 6rn . 3(3<^ejO(TU C8ci£lOO(aT3)1S)C$ djl £J 

aoaoIcn/lraS eon rales §3 asmlecmo^aju^ rare) cs cm 3 
crujlca)ffl1c9S)j(rDcfflosrn. rardejasxsxmjgg caratsnJc9iH<ft.gjo 

CDlfflcn)1o9S)jcm85)06rn. (SaCoocscaTmoQSOojo aj(.f3nj(.«»s3BeS3 
eKsg6Hma1ejjo csauocft^jfflaagjcfccsgo rare cm cm cssr 0 a3 
caraioiua i,s)<-ijS)6)i&>3sngi99«mo csacaSnilejocruo aj^cBraiaeisraimcmjizocm 
a6mlcscr»o(3ajuojca>c^ ODlocnilcSsrjaTKmosrn. ffl6m1(Bcn)oc3cLuojca>a3nj»=1 
csa£i 0 o6ST3c/3 cara)(Uua^ 6 )ijj§ 26 )cft)OsrBjgg rarecsnJcM/cft>o3 6D"D 
aonnlcTulKsS 31 - 12 - 2014 , 3 a6rT>1<ere mjoSaj cBd§1cmlra1c96)6TT>o. 
cmofflcrul^ijcfclgjcrn msm1csc53)oc3ajDOjcft)C^ 0Dlfflcrul<es)jaT)C3)O6TTD. 
c3c3<i£joctij csaDooo srfflcfcaooooS ojoslejocarmccnjo aralcWiraS rares^j 
cmjcft cmlral^jj cangjcnxtnjmej. rawmarol^jj (&n§jam 3c3<^ejocrujcft)Cc3 
aaofflcmooj cftoosmruuaoejjo orujlcftfflltssrjcmcmej. cftqsjrairaS 
ajlcuo63r3o3 (njai^carijil ralcucrussBgIroS gDco 630t^1(ro1cn3cn1crnjo 
ejelcerajcrnrawsrn. 

No. C3/7416(5)/2014/MCT. 6th December 2014. 

Sealed competitive tenders are invited for purchase 
of Anaesthesia Machine (1 No.) required for the New 
Casualty (Anaesthesiology Department) Medical College 
Hospital, Medical College, Thiruvananthapuram. 

Tenders should be superscribed, tender numbers and 
addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No.—177/2014. 

Cost of tender form (inclusive of Sales Tax): 

Original—' 790. 

Duplicate—' 395. 

Last date and time for sale of tender form— 

13- 1-2015, 3 p. m. 

Last date and time of receipt of tender form— 

14- 1-2015, 2.30 p. m. 

Opening date and time of tender—14-1-2015, 
3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient postage charge (' 50) 
is sent by way of Money Order in favour of the Principal, 
Govt. Medical College, Thiruvananthapuram, Kerala State, 
Pin-695 OIL Money Order should reach this office on or 
before 31-12-2014, 3 p. m. No other forms of remittance 
will be accepted. 

Technical Specification 

1. Should be portable stainless steel, with large 
antistatic sturdy castor wheels fitted with brakes. 

2. Gas cylinder (pin indexed) yokes with sliding, 
stainless steel/sturdy clamping bars for easy 
handling. 

3. Two pin index yokes for connecting cylinders each 
for 02, N20. 


1. The period for which the rates to be in firm-One 
year. 

2. The rates should be inclusive of all tax, otherwise 
tender will be rejected without any notice and for 
free delivery at the department concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ' 100. Kerala-non Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in 
favour of the Principal, Govt. Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers and witnesses wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm to 
the requirements in the tender notice. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representative who 
may present at that time. 

18. More details can be had from this office on 
working hours. 


(2) 


cncnj(3 crul3/74i6(3)/20i4/ag)o.fa>l.gl. 2014 cujl(n)o6TU(3 6. 

(wlojfumawnjjfflo 6)acuil(flS)R58 ecftioeges rai^MjoJiraitolsiei 
(aocSeasTmorijIcuilcftrnj) ajjanto .feOniiJoeJlgloffilQejtSO rarejcucra^ 
aocQ) ot>06)s> njocffijcm cruocjD(D 63 Bc^ ail(mffl 6 mo 6 )nj(§>janDO)lcn 
aj(.flaj^| 3^<^ejocruj<ft ) c^ cMdsmlijjfflcaiOggjaDj. 3(3<ieiocn)jcft>(/3 
B( 3 aeiocru cnanjcsraosjcftqsl cnloail®) (rolcsxsnlcMj fflja 3 aj 
(.oJlaSmiliTjoaa, omcuilcBoraS e<&>3<3g83, (ml0jcufncrmnjjfflo-695 011 
ng)(m culejooruraimlfflS ag)« 5 imleces)snsc(r)osm. 

3(3<^ejocru cnam(3— 178 / 2014 . 

grU cft> 0 6133(313)16)0$ GnJ®'-630<T_| GO rfld(l3 (8S631jl(/3 

630(3dran5i0ru1cujlceb(Tu aocniraS 6)6)r»neLCuiog1<fe —2 ng)6rno. 

3(3<^eiocru csnnooran5)l6xig oilei : 
rardtruraS—' 2 , 370 . 

cro ’ 

C/D(?)1<t_|c0d(8<t_|- 1,185. 

3t3^ejocru Cnosoo ailraScSSijcm mraaianoar) snlofflofleffijo 
cruanDfujo— 13 - 1 - 2015 , 3 a6i3)l. 

3(8^ejocru csaiiooo an/lc&ffllceaijaT) caracucruom oftootojo 
(Tuacmnjjo— 14 - 1 - 2015 , 2.30 06)3)1. 

3(3(iejocru anjocoeijorn antoantojo cruaoaKUjo— 14 - 1 - 2015 , 
3 06ml. 

3(3 <^£10 03) 6 o£) 0 O 6313 C/3 at) nJ 0 fill (53 6(1161)3 01(3 

raratm c96)jcmc(r)1cr)jcs(U6ng «5)jcft> (' 50) (3rdu)1c&>fflo<n>1 

(3raco>cffi(Bc96)6n§c(r)06rn. 3^<^eioonj GaflooRsrmtooS ailei 630ac°lcnjl«53 
QCDffllcS§0 2) 613)16(2)0(3(11) (3 (30)600)0 (TO jlca>®1c9S)J 000(3106130. 
(3raej06)«5KD)Jgg n£)£J0 (3ra6nJcM3cft>gJo (T)1®(T0lcS6)J <m (TO 06m. 
eaOooeasisioeisoiT-io ajL(3<jjL®is3Bego rnGODraialeijo 
sojDOcft.^jsan^jcft.ego (3re<2>c2)c96)0(i3 oraiaiaai.OnjSifflcaiOengisagn^o 
saraSoileiocroo m^cO^mejoraiOTtrojiaocs) a6n)1ec2)0(3(U)O2da>u3 
ml a orol 00® j cm (mo6m. a6ml6<r»o(3cu)ojca)C(3(uipl 6a£)0O63i3c/3 
(3T3)(u<7a < !,6)nj§26)cft>06n52gg (3iaenJc»adca>a3 goo 630nnlcro1(58 
31-12-2014-mj ffljaScJ <ft>1§1oo)1a1c06)6mo. anoocrol^pcaflgjcrr) 
06rn1e(2)0(3(U)02<ft>c/3 colracrulcsaqcroanoerr). 3(3‘‘>eioaru eaoooo 
®®ca>aoooa3 aJoslejoraraKOijo 63®1<06Kn8 raras^j an^ anlal^p 
cangjomRnjaej. anoomil^jj <ftl§j(m 3(3‘'*£iom)j<ft>c/3 <r»o0(3)oraj 
ca>o®6m(uaaoejjo anilc&ffllcsaijananej. aqsjasxoS oil oj® 633 c/3 

(_nJ (U^ (515)1 3l OJ (TO 6313 gl (38 gDO 63 0 tiD 103)1 (38 ml (TT) J o 

ej@lc96)jcm (3)06130. 

No. C3/7416(3)/2014/MCT. 6th December 2014. 

Sealed competitive tenders in the prescribed form are 
invited for the supply of the following items required for 
new casualty (Orthopaedics) Medical College Hospital, 
Thiruvananthapuram. 

Tenders should be superscribed, tender numbered 
and addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No.—178/2014. 

Name of Equipment—OT Table Orthopeadics-Manual 
Hydraulic—2 Nos. 


Cost of tender form (VAT inclusive): 

Original—' 2,370. 

Duplicate—' 1,185. 

Last date and time for sale of tender form— 

13- 1-2015, 3 p. m. 

Last date and time of receipt of tender form— 

14- 1-2015, 2.30 p. m. 

Opening date and time of tender—14-1-2015, 
3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient postage charge (' 50) 
is sent by way of Money Order in favour of the Principal, 
Govt. Medical College, Thiruvananthapuram, Kerala State, 
Pin-695 OIL Money Order should reach this office on or 
before 31-12-2014. No other forms of remittance will be 
accepted. 

Technical Specifications 

Equipment Name: OT Table Orthopeadics-Manual 
Hydraulic 

(i) The table should have minimum 4 sections 

(ii) The table should have a detachable split leg and 
detachable head section. 

(iii) The table top should be completely radiolucent. 

(iv) The table top should have a minimum height of 
765 mm 

(v) The table top should have a minimum vertical 
stroke of 300mm. 

(vi) Should have at least 25° trendelenburg or reverse 
trendelenburg. 

(vii) Should have at least 20° lateral tilt movement. 

(viii) Should have at least 80° back up movement. 

(ix) The head section should have up and down 
movement. 

(x) The table should have a heavy and sturdy base 
and compact to provide adequate foot room for the 
operating team. 

(xi) The table should be mounted on heavy duty 
casters which offer enhanced weight bearing 
capacity and free mobility. 

(xii) The table should have a single lever foot operated 
brake pedal. 

(xiii) Should have a minimum patient weight bearing 
capacity of 100 Kgs. 

(xiv) Base should be made of cast iron and all other 
parts and accessories should be completely made 
up of stainless steel. 

(xv) The size of the main central column should be 
smaller to offer higher c-arm access. 


(xvi) The table should be compatible for spine surgeries 
with C-arm or separate accessory should be 
provided for doing spine surgery with C-arm. 

(xvii) The pelvic support should be movable to the 
edges and completely radiolucent. 

(xviii) The perennial post should be completely 
radiolucent. 

(xix) The table should be supplied with the following 
acessories. 

Mattress for the complete table top in sections—1 set. 
A pair of arm boards with pad and fixing clamp—1 
A pair of padded shoulder support with clamps—1 
A pair of padded lateral support with clamps—1 
A pair of leg crutches with clamps—1 

Anesthetic screen frame with clamp—1 

Adjustable traction device with minimum leg stroke 
of 175mm. 

Should have accessories for tibia interlocking. 
Tender Schedule 

1. The period for which the rates to be in firm-One 
year. 


12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers and witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm to 
the requirements in the tender notice. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representative who 
may present at that time. 

18. More details can be had from this office on 
working hours. 

Government Medical College, (Sd.) 

Thiruvananthapuram. Principal. 


2. The rates should be inclusive of all tax, otherwise 
tender will be rejected without any notice and for 
free delivery at the department concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ' 100. Kerala-non Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in 
favour of the Principal, Govt. Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 


osS^ejocru njfflcru^o 
(i) 

01(01(3 8315-5538/14. 2014 01010601(3 26. 

«5 >^od](3 6iacui1 <as)di Gca>oegs3 rare;osjnj(.railcoiJciejcSS) 
raraiaioa^ao® rai 06 i(p njo®joo croouicn63i3o8 ojlraira6ioo 
aegj on railed oiloaflrai csaOoooirolraS araroacrojgOQjaiaa 
ajiaoj^j B(3<^ejocrujcft,a3 cMdeoil^jjeic&oggjaoj. 

6 iS 6 nec 3 rardcmcfficsojam c&ojoIodj njjorarai 83I5-5538/14/ 
ti3)O.Cnil.n3)aj. 0(5)00 effl6U6)ryS2G(51OT6n3(®06rf). 

ocSaejoaru Gnnooraitiil6iaji ojlraSajm oil <ftq rail ®s<96io— 
1,000 + 14.5%. 

B( 3 d>ejoanj eanooo oflraScseijao rareoicrooco rai1®rail®2o 
croa®oijo—12-1-2015, 3 a 6 oil. 

3(3<iejocru cruacBrijI Qcssisns rareoicrooco rail® rail®jo 
CTOa®OJ)o-20-1-2015, 11 (26011. 

Bciidiejoch) raijocorajan rai1®rail®jo croa®ojjo —20-1-2015, 
12 ffl6m1. 

r 3 c 3 (i£joch) ailffl<s6ijcft)U3 L^JO^m^raraileilalcoeijcoi rai°l®rail— 

31-3-2015. 

3(3aejocn)2cft>«3 njjralixjlTj rareoaxiiicBtseieng caraSoilejocnio— 
crujipJ6n§, 6ia(uilc96iro3 G<ft>ocBg83 rarajODjnJirail, rai^oaj(3. 

6is6n§(3 raijcft.® 26 is 1 % ailrarax.i30j^ao®1 6iS6rrgol(scno6isO(T : |o 
cnia(3ryie<fl6i6n§rai06ni. ' 100 oil&j®ia3 ajLBo-|Lrairarailro3 ip-ioraoe 

gsomsl OJ®<3c96) 60S (310601. (B n£) 0 O (3131161 C$ Ollej G(Offl1§ 

630aO°)cn51ra3 raiasc96ioojj(mrai06rb. ta.jsjraira3 ajlajra63i3u3 ip-iaj^rarajl 
Alai mi 6313 glraS 630nn°l(TOlra3 cnlcmjo eie^ao6rn. ca>ora 60 io 
c9306m1c96i06irai (3(3<^ejocro cnJ§1oj®t96ijcmrailcnjo arilraocaralcoeijcm 
railcnjajgg (3iau>1cft,0fflo crojiojenelraS (TilcMflnjraiao6rb. 




No. G5-5538/2014/MCH. 


26th November 2014. 

Competitive tenders invited in sealed covers 
superscribing Tender No. G5-5538/14/MCH for supply 
of following item for the use of Medical College Hospital, 
Thrissur. 

Cost of tender form—' 1,000 + Tax (14.5%). 


(3«S^ejo<Tu ratjOcsajoD ratlcmraitojo cruaasmjo— 20 - 1 - 2015 , 
12 2 i 6 m 1 . 

[3«S‘‘>£j3(n) aDlffl<es>2<ft)C/3 L^osmm^iarmleilffllcKijaT) oiIcqxotI— 

31-3-2015. 

3(3^ejocn)2cft>a3 njjolojlTj c3T3tt»cs2)(S(SS)6n§ emroSailejocruo— 
crujtnJsne, oacuilcOSiroS cs<ft>3eg83 cma)aajnJt.«5il, ra>4<$j}(&. 


Closing date and time of sale of tender form— 
12-1-2015, 3 p. m. 

Last date and time of receipt of tender—20-1-2015, 

11 a. m. 

Opening date and time of tender—20-1-2015, 

12 noon. 

Date up to which rates are to be firm—31-3-2015. 

Tender should be addressed to Superintendent, 
Medical College Hospital, Thrissur. 

Every tender should be accompanied by an EMD of 
1% of the cost of tender item along with agreement in 
Kerala Stamp Paper worth ' 100. 

The undersigned reserves the right to accept/reject/ 
postponed any tender without assigning any reasons. 
Further details if any, required can be had from this office 
during office hours in working days. 

List of Items 

(1) Flashback needle (21 G)—50000 Nos. 

(2) Plain Vaccutainer tubes (red) 4 ml.—20000 Nos. 

(3) K2EDTA Vaccutainer tubes (Lavender) 2 ml.— 
30000 Nos. 

(4) PT Vaccutainer tubes (Blue)—3.2% sodium 
citrate—10000 Nos. 


( 2 ) 

0X111(3 ihl5-8389/14. 2014 0X1106111(3 26. 

6)(2Cud 1 <3<a>3(!g83 (3re)a8jnj(.®>1co)I(ieic0ffl 

(319)0100^2)300) (D136MP nJO<S2)JCTD gDOlo 011(31(061130 6)£UQgJ(m(0ilcn 

dilaajlrai (SciOsoraiailroS amiaoruie00121133 ajLBOi^ 

cOi3d61T)liqi6)ift)OS3KlD1. 

6 )S 6 ITg (3 (3ra(S)Offic06)jaT) c&OJOlcnj oJJOtOlOl Kl5-8389/l4/ 
a®o.mil.ag)^. n3)<rr) Ga6nfflajsje(0i®6n3(0i36if>. 

gDcnoilojfflo—rnilg eioo 6 nj 6 i 6 i 2 icBicft> 3 ai}G<ft> 3 (T]—2 o® 6 nio. 
a( 3 <ieio(ni Qnnoo(oi 5 )l 6 Kig oilraSojai ail<&qrailoo)Sc 96 io— 

700 + 14.5% S3<£bOU 

3 ( 3 ^eioaii) eaoooo oilraScOSijcm raidoimioailteojaD railaxraitojo 
aruacoxiijo—12-1-2015, 3 2)6rnl 

a( 3 <ieioar\i (n) 2 K 3 o_jl G<fl 6 > 6 re rareai auoai oiIcdhoiIcsdjo 
oruadDOijo—20-1-2015, 11 2 ) 6 ml 


6is6n§(3 ®ijca)(!Q>j6is 1 % ai1ffl(ox.30j^ao<s»1 sissneoleaioeisoojo 
mia(3a ; j1(i<fl6)6ne(ni06ni. ' 100 aileiaDjgg 2)2t,3ajL®>(Brail<a8 tpjoooe 
g son si oicfflCBc96)6iB(0i0 6ni. csnoooraioilaa^ oilei goio 1§ 
630ao1(ni1(o3 (3i3Sc0S)ooijanD(5iO6rn. ^sjoiroS oiloio63Ba3 LoJOi^rarail 
(3loiaD63i3g1(o3 630on1mi1(33 ailanjo eie^ao6ni. AO 06 iT)o 
caj36m1c06io6i(Di 3(3^eioani ai1§1oi<i2)ce6ijaT)®il(njo ailoocft.alc96)2(ni 
(oilaijffljgg (3idu)1<ft>0fflo ar\i]t.oJ6ne1(38 ai1cMdloj®iffl06ni. 

No. G5-8389/2014/MCH. 26th November 2014. 

Competitive tenders invited in sealed covers 
superscribing Tender No. G5-8389/14/MCH for the supply 
of following item for the use of Medical College Hospital, 
Thrissur. 

Name of Item—Slit Lamp Microscope—2 Nos. 

Cost of tender form—' 700 + Tax (14.5%). 

Closing date and time of sale of tender form— 
12-1-2015, 3 p. m. 

Last date and time of receipt of tender—20-1-2015, 

11 a. m. 

Opening date and time of tender—20-1-2015, 

12 noon. 

Date up to the which rates are to be firm—31-3-2015. 

Tender should be addressed to Superintendent, 
Medical College Hospital, Thrissur. 

Every tender should be accompanied by an EMD of 
1% of the cost of tender item along with agreement in 
Kerala Stamp Paper worth ' 100. 

The undersigned reserves the right to accept/reject/ 
postponed any tender without assigning any reasons. 
Further details if any, required can be had from this office 
during office hours in working days. 

Specification 


Microscope Type 
Magnification Change 
Total Magnification 
Ocular Magnification 
Ocular Field 
Pupillary adjustment 
Diopter adjustment 


Galilean Type 

Revolving Drum (3 Steps) 

3 Steps 

12.5X 

<f> 18 mm 

52 mm-78 mm 

± 6D 


Field of View 


Slit Illumination 

Slit Image width 

Slit Image lengh 
Light Source 
Slit image radial Angle 
Slit Inclination 4 step 
Filters 

Illumination Field 0 in mm 

Illumination intensity 

Instrument Base 

Operation 

Range of adjustment 

Chin-Rest 

Vertical adjustment 
Fixation 

Power Supply 

Input Voltage 
Input Frequency 
Output Power 
Output Voltage 
Packaging 
Dimension 

Gross Weight 
Net Weight 
Standard Accessories 
Optional accessories 

Medical College Hospital, 
Thrissur. 


034.7mm(6X), 022mm(lOX), 
013.5mm (16X), 08.5mm 
(25X), 0 5.5mm (40X) (S350), 
022mm (10X), 013.5mm 
(16X), 08.5mm(25X) (S350S) 

0-14mm continuous (Slit 
becomes a circle at 14mm) 

l-14mm continuous 

LED Bulb 3V-3Watts (Yellow) 

0°-180° 

5°, 10°, 15°, 20° 

Heat-absorbing Filter, ND 
Filter, Red Free Filter, Cobalt 
Blue Filter 

0.2/1/2/3/5/10/14/1 - 14mm 
continuous 

> 50 klx 

Single handed three- 
dimensional operation of 
joystick 

90 mm (Longitudinal) 

100 mm (Lateral) 

30 mm (Vertical) 

15mm (Fine) 

80 mm 
Red LED 

220V/110V -± 10% 

50Hz/60Hz 
30VA (MAX) 

Lamp 3V/6 V, Fixation 3V 

740mm x 450mm x 500mm 
(LAV/H) 

22Kgs. 

17 Kgs. 

Mirror, Chin rest paper. Fuses 
Motorized Stand. 

(Sd.) 

Superintendent. 


